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is 630 feet long and has a maximum height of 81 feet. The dam has an inclination of 1.5 on 1. It was designed by Mr. J. F. Jackson, Assoc. M. Am- Soc. C. E., and built of steel in a similar manner to the Ash Fork and Kedridge steel dams. A portion of the dam was founded oil solid rock.
The remaining portion for 300 feet, where gravel was found to an unknown depth, was founded on steel sheet-piles of the Friestedt pattern, 35 feet long, driven at the up-stream toe of the dam. The steel plates covering the dam were connected with the top of the sheet piles, and an upper layer of concrete covers the toe plate and the tops of the sheet piling. The dam